The citations and orders which are the subject of these proceedings
are as follows:

Docket Nos. WEST 81-395-M and WEST 81-356-RM

Citation No. 0583637, is a combination section 104(a) citation and
a section 107(a) "imminent danger" withdrawal order issued by an MSHA
inspector on July 6, 1981.  The inspector cited a violation of mandatory
safety standard 30 CFR 56.9-2, and indicated that the alleged violation
was "significant and substantial".  The condition or practice cited by
the inspector on the face of the citation is as follows:

The service brakes on the company No. 7 Euclid
Water truck would not hold the truck, in 1st,
2nd, 3rd or 4th or in neutral gears on the ramp
by North Truck shop.  Also, the other three brakes
applied along with service brakes would not hold.
This truck works in the plant and pit apron
around pool traffic, small vehicle and haul truck
traffic.

Docket Nos. WEST 81-394-M and 81-358-RM

Section 104(d)(l) citation No. 0583636 was issued on July 6, 1981,
at 2:00 p.m., and cites a violation of mandatory safety standard 30
CFR 56.9-2.  The inspector indicated that the violation was "significant
and substantial", and the condition or practice is described as follows
on the face of the citation:

The emergency brake to the drive line, the torque
brake to the converter, and the dump park brake
would not hold the company No. 7 Euclid water truck.
Would not hold in 1st, 2nd, 3rd or 4th gear in idle.
This truck waters the plant area 8 times daily,
the haul roads, and the pit area.  These areas are
used by foot traffic, small vehicle and have truck
traffic.  These conditions have been reported
several times to supervision.  This is an unwarrantable
failure.

The inspector fixed the abatement time for the citation as 12:00 p.m.,
July 12, 1981.  However, he subsequently terminated the citation on
July 8, 1981, and the reason for this action is shown on the face of
his termination notice as follows:

The battery for the No. 7 Euclid Water truck was
removed.  The truck was put on the repair line.

Section 104(d)(l) Order of Withdrawal No. 0583639, was issued at
2:10 p.m., July 6, 1981, and 'the inspector cited an alleged violation of
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